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OBJECTIVES 


Assistance to FTR Engineering and Onnens Operations for the 
evaluation of a Dickinsoni ADMOIST conditioning system for the 
reordering of expanded tobacco. 


STATUS 


In December 1988:, the first two series of trials for the reorder¬ 
ing of expanded tobacco with the Dickinson ADMOIST conditioning 
system were carried! out by Onnens Operations. 

For these trials., standard cut rag of an ET-FCF (lET Oil) was 
expanded! under normal expansion conditions in the tower. The 
expanded! tobacco at exit tower was then split into two different 
flows for the reordering. One flow followed: the standard route 
through the reordering, cylinder to the filling station, whereas 
the other went through the ADMOIST conditioner tO' a newly 
installed manually operated filling station. 

Tills split of the ET at exit tower guarantees an adequate compa¬ 
rison of the two different reordering systems in relation to 
taste and physical and chemical results. Throughout the series 
of trials with the: ADMOIST system, various conditions were and: 
will be tried in order to obtain the best possible reordered 
expanded tobacco. 

The analytical follow-up of the first two sernes of trials is 
under way. The next series; of trials is tentatively planned for 
January 1989. 
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